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Dean's Side-Feed Rocket Fan Stove 
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22.7 


19.6 


44.6 


16.2 


16.7 


12.3 


14.0 


15.9 


Fuel 


68.1 


49.8 


133.1 


63.3 


71.6 


60.6 


56.9 


60.8 


CO 


0.8 
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1.2 


0.4 
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0.2 
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PM 


162.4 


0.9 


97.7 


87.8 


54.1 


31.6 


9.7 


14.5 


Firepower 


5532 


4093 


4442 


6394 


6683 


7699 


6352 


5954 



